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TABLE 3 


BRANDS DISCOHTINDED IM 1991 


Brand Name 


Cicrarette Tvce 

Filter^ 

T'vpe 

Next 

De-Nic 

<SP| 

FilLer 

CA 

Next 

De—Nic 

{3P) 

Filter Menthol 

CA 

Next 

De—Nic 

(SP) 

Filter 

CA 

Next 

De-Nic 

<SP) 

Filter Menthol 

CA 


Approximate 
Cigarette 
Lencrtli. mm 

Approximate 
Filter 
lencrth, tnm 

Approximate 
Overwrap 
Lenoth. mm 

Date 

Product 

Introduced 

85 

27 

32 

5/90 

85 

27 

32 

5/90 

100 

32 

36 

5/90 

100 

32 

36 

5/90 


‘■All filter types listed incorporate a ventilation system. 
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Source: https://www.industrydocuments.ucsf.edu/docs/tykk0001 


